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J\ir-Electric Floor Provides 
I / Space Design Flexibility 

» An “Air-Electric Floor System,” 
which incorporates electrical and 
mechanical services distribution 
into thin sandwich floors is de- 
scribed in a 24-pagc booklet. 
Photos and detail drawing illus- 
trate how the system integrates 
lighting, electric power, signal 
and communication services, air 
handling, and water into a single 
space-saving floor system. Granco 


Steel Products Co. 

Circle 200 on Readers’ Service Card 


Performing Arts Equipment 

A 32-page booklet describes 
stages, acoustical shells, risers, 
and other performing arts equip- 
ment designed for flexibility and 
for use indoors and outdoors. 
Wenger Corp. 

Circle 201 on Readers' Service Card 


Carpet Adhesives 

Brochure on carpet adhesives and 
sundries describes physical and 
performance properties, coverage, 
packaging, and prices of carpet 
adhesives, seam adhesives, in- 
door/outdoor carpet adhesives, 
carpet pad adhesives, contact adhe- 
sives, underlayments and cleaners. 
BFC Division, Essex Chemical. 
Circle 203 on Readers’ Service Card 


Hideaway Fan-coil Conditioners 

Descriptions, specs, installation 
and operating data for a line of 
“Thinline II Seasonmaker” hidea- 
way fan-coil air conditioners, is 
available in a 24-page catalog. In- 
cludes ARI approved standard 
ratings, capacity data, sound pow- 
er ratings and unit descriptions. 
Special feature of the units is a 
solid state speed controller which 
offers infinite speed variations, a 
voltage compensating circuit, elim- 
ination of radio frequency in- 
terference, and uniform fan 
speeds over a wide range at sup- 
ply voltage variations from Mc- 
Quay. 

Circle 20/, on Readers’ Service Card 


Plastic Compounds 

Selection guide on eighteen “Kra- 
lastic ABS” plastic compounds, 
contains physical, chemical, ther- 
mal, and electrical properties, _ as 
well as processing characteristics. 
The compound is said to rival 
steel in its range of applications. 
Chemical Div., Uniroyal Inc. 

Circle 205 on Readers' Service Card 


Paint Selector Guide 

A two-volume color selector for 
over 1,000 “Napco Paints” for 
interior and exterior use, is avail- 
able. Each color sheet contains 12 
sample squares, perforated for 
easy removal, while a color tab 
guide presents major color group- 
ings. Napko Corp. 

Circle 207 on Readers’ Service Card 


Ice Rink Refrigeration System 

New refrigeration system for 
artificial ice rinks is described in a 
14-page brochure. The system is 
said to be simplified, utilizing a di- 
rect-flow process that reduces in- 
stallation and operating costs 
through the use of smaller pipe, 
less equipment, and less horse- 
power than standard indirect 
“brine” refrigeration systems. 
Brochure contains a general cost 
index for artificial ice facilities, 
an outline of steps in building an 
ice rink, types and sizes of ice 
rinks, and an announcement of a 
new leasing plan. Holmsten Ice 
Rinks. 

Circle 208 on Readers' Service Card 



Building Products on 
Microfilm 


Shooting Range Equipment 

Electronically controlled pistol 
and rifle ranges and equipment is 
described in a 4-page brochure 
that also illustrates a typical 
range for use in training police 
officers, ROTC training, and rec- 
reational target shooting. Bro- 
chure lists available literature in- 
cluding articles on design of 
shooting ranges and typical range 
plans for police, colleges, industri- 
al plants, banks, and cAftfirOT^FbF 0 ^ 
Wentworth, Shooting Equipment. 
Circle 202 on Readers’ Service Card 


Overhead Type Garage Doors 

4-pagc brochure describes section- 
al steel garage doors for industri- 
al and commercial buildings. 
Doors are 2-in thick, and feature 
heavy-gauge stiles and members 
for optimum strength and ri- 
gidity. Construction is by a com- 
bination of welding and riveting, 
with external joints riveted for 
strength an appearance, and in- 
R^eafe£)2GQM)M}8 f<eiA-Rlt)P80-OO 
strength. Raynor Manufacturing. 
Circle 200 on Readers’ Service Card 


Visual communications firm of- 
fers a microfilm library that 
provides over 120 file drawers of 
building products literature from 
over 3000 manufacturers, nation- 
al associations and institutions, 
and federal agencies — in 71 mi- 
crofilm cartridges that fit into a 
table top carousel. Each cartridge 
holds approximately 4,250 pages 
of information. Updated quarterly, 
the material is arranged in product 
sequence permitting side-by-side 
2MRPM30A 38©G23h0wcase. 

Circle 209 on Readers’ Service Card 

(More data on page 62) 



